741 Washington St., New York, NY 10014 
(212) 741-7411 


1710 N. LaBrea Ave., Hollywood, CA 90046 
(213) 874-4444 


[770 Baecboy- 
Effective: 1 October 1981 


{ CO; f =Jit il & ? Expires no 
later than: 31 December 1981 


JA7fa GT 

Got’ ss fet 80 
TI nae 

“ae 


Transistor Condenser Microphones 


IMPORTANT: Please read the following before ordering anything from this list! 


All fet 80 microphones must be powered by one of the following supplies, with the 
exception of the U 87 which may be operated on internal batteries: N 80G2, N 80G5, 
N 448, GW 2448, BS 945. 


KM 83 OMNI-DIRECTIONAL miniature condenser microphone; with KV 22 
swivel, WNS 21 foam pop screen and case. $ 375.00 
KM 84 CARDIOID miniature condenser microphone; with KV 22 swivel, 
WNS 21 foam pop screen and case. 375.00 
KM 85 CARDIOID; same as above but with low-frequency roll-off 
capsule for public address and speech use 375.00 
K 83/4/5 Capsules for the above microphones. You may purchase 
one or both of the other directional capsules and interchange 
them on the same amplifier, simply by screwing them in. 216.00 each 
*NEW!KMR 82 SHOT-GUN condenser microphone with leather case and WS 82 
foam wind screen and IC-3/25 cable. 816.00 
KMS 84 CARDIOID pop-proof microphone with MKV swivel, pop-proof 
screen: specify screen color (gray, green, red, blue, 
yellow); and IC-3/25 cable. 977.00 
KM 86 3-PATTERN switchable miniature condenser microphone; 
including KV 22 swivel and IC-3/25 cable. 1,050.00 
KM 88 3-PATTERN switchable miniature condenser microphone; nickel 
membranes; KV 22 swivel, WNS 21 pop sereen and IC-3/25 cable. 1,114.00 
*NEW!U 89 5-PATTERN switchable studio condenser microphone, IC-3/25 $406-66- 
eable, SG 389 swivel and WS 89 foam wind screen 998.0054F 
OPTIONS: U 89Z with EA 89 elastic suspension repl. SG 389 swivel 81.00 addtl 
U 89S with IC-4/25 elegant swivel-ended cable 68.00 addtl 


#SPECIAL U 89 OFFER expires 31 December 1981 


U 47fet 


U 87 


OPTIONS: 


SM 69fet 


‘NEW! USM 69 


QM 69 


KU 80i 


KMA 


CARDIOID re-engineering of the original U 47 tube model with 
50 dB increased dynamic range but identical crisp sound 
quality; new mount; IC-3/25 cable,idust cover, leather case and 
WS 47 foam wind screen. 


3-PATTERN switchable studio condenser microphone; IC-3/25 
eable, SG 367 swivel and WS 87 foam wind screen 
U 87Z with Z 48 elastic suspension repl. SG 367 swivel 
U 878 with IC-4/25 elegant swivel-ended cable 


MULTI-PATTERN remote controlled dual stereo M-S/X-Y microphone 


system; CU 48 controller for Phantom® supplied inputs; 
SC 6/33 cable with swivel end and AC 19 cable adapter. 


Same as above but directional pattern switches located 
on the microphone itself, eliminating need for CU 48 box. 


QUADRAPHONIC SYSTEM: four cardioid-pattern microphones in 
a clover-leaf arrangement; incl. interconnecting cable and 
power supply. 


"FRITZ" the Dummy Head binaural artificial head system 
including microphones,:ac or battery supply & cables. 


OMNI special response corrected miniature tie clasp condenser 
microphone; string instrument mounts available. 


SPECIAL MICROPHONE ACCESSORIES: 


KV 20 
KV 40 
KV 60 
KV 18 
KV 38 
KV 58 
Z 240 


BV40134 


BV40135 


Capsule extension tube; straight 8" 

Capsule extension tube; straight 16" 

Capsule extension tube; straight 24" 

Capsule extension tube; angled 8" 

Capsule extension tube; angled 16" 

Capsule extension tube; angled 24" 

Matrixing Transformer pair for use with M-S stereo microphones 
(sum + difference) +22 dBm output capability. 

Plug-in isolation transformer to permit fet 80 microphones 
on unbalanced inputs (e.g. REVOX ete) low-Z/low-Z (1:1) 
Same as above but low-Z/hi-Z (1:15) 


POWER SUPPLIES: 


AG 82 
BS 945 
BS 18 
CU 48 


N 80G2 

N 80G5 

N 448 
GW 2448K 
6.8k 
SWAi 

NS 69 


NS 69 


Active handle for KMR 82 (uses 9 V battery; not included) 
Battery box; 2 x 9 V batteries (not included) 

Battery box for KMA only; 2 x 9 V batteries; not included 
Remote pattern controller and Phantom® converter for SM 69fet 
(Included in SM 69fet system price) 

117 Vac portable supply for powering one or two fet 80 units 
117 Vac miniature central Phantom® supply; powers up to 5 units 
117 Vac plug-in card; 48 Vde/100 mA Phantom® power (40 mics) 
24 Vde plug-in card; Phantom® powering for up to 40 mics 

1% precision powering resistors for Phantom® powering 
Phantom® power supply adapter for KMA microphone only 
OPTION: ac power supply to replace CU 48 when Phantom® 
powered microphone inputs are not available. 

Same as above item if purchased separately. 


$ 969.00 


998.00 | 
57.90 addtl 
66.00 addtl | 


2,660.00 


2,495.00 


3,106.00 
3,187.00 


295.00 


235.00 
257.00 
258.00 
257.00 
258.00 
27.00 


642.00 pair 


35.00 
39.00 


443.00 
187.00 
318.00 


440.00 
81.00 
81.00 

398.00 

315.00 

0.55/pair 

330.00 


200.00 
641.00 
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SUSPENSIONS: (all equipped with 5/8-27 thread) a 


Mm k y sus pe we 


La ) 
LEA 21 Elastie Suspension for KM 83/84/85/86/88 & KMS 84 $ 68.00 
EA 30a Elastic Suspension for SM 69fet microphone 125.00 
EA 47 Elastic Suspension for U 47fet microphone 125.00 
EA 82 Elastic Suspension for KMR 82 microphone 153.00 
EA 89 Elastie Suspension for U 88 microphone 143.00 
Z 48 Elastic Suspension for U 87 microphone 114.00 
MNV 21 Auditorium cable hanger for KM series microphones only 19.00 
MNV 87 Auditorium cable hanger; fits all microphones of any make 48.00 
SWIVELS: (All equipped with 5/8-27 thread) 
HG 82 Wooden handgrip for KMR 82 59.00 
KV 22 Swivel mount for all KM (22 mm dia) microphones. 7.00 
MKV Fast disconnect swivel mount for KMS 84, but applicable 
to any KM series microphone. 12.00 
SG 82 Swivel mount for KMR 82; must be used with H 82 or EA 82 63.00 
SG 367 Swivel mount for U 87 microphones only 57.00 
SG 389 Swivel mount for U 89 microphone only 57.00 
DS 21 Special "U" bracket dual KM microphone mount 42.00 
WIND AND POP SCREENS: 
KMS Pop-proof metal grill for KMS 84. Specify: red, blue, 
yellow, green or red. 70.00 
WK 82 Large plastic blimp for KMR 82; must be used with EA 82 225.00 
WS 21 Acoustic foam WIND screen for KM 83/84/85/88 
3" diameter ball; charcoal gray. 5.00 
WNS 21 Acoustie foam POP sereen replacement for KM 83/84/85/88 
Specify: gray, blue, red, green or yellow. 4.00 
WS 47 Acoustic foam WIND & POP screen for U 47 and U 47fet 10.00 
WS 69 Acoustic foam WIND & POP screen for SM 69fet and QM 69 30.00 
WS 82 Acoustic foam WIND & POP screen for KMR 82 30.00 
WS 86 Acoustie foam WIND & POP screen for KM 86 10.00 
WS 87 Acoustic foam WIND & POP screen for U 87 
Specify: red, blue, yellow, green, gray. 10.00 
WS 89 Acoustic foam WIND & POP screen for U 89 10.00 
STANDS, BOOMS AND MOUNTS: (All equipped with 5/8-27 thread) 
MFS 3 Goose-neck stand, internally wired w. 25' cable with Switcheraft® 
Q-G connectors; extends to 7 ft; use with any 
microphone; integral shock suspension 128.00 
M-35a 18 ft. portable telescoping floor stand w. lockable casters. 699.00 
G-35 9 ft. extendable boom attachment for M-35a above. 491.00 
H 82 Microphone holder for KMR 82 (non-elastic). 40.00 
Z 26 Rubber vibration deeoupler for all swivels and mounts. 38.00 
Z 73a Mounting bracket for two microphones side by side 80.00 
SH-31d 12" goose neck with XLR type connector; 5/8-27 thread. 30.00 
SH-3ldw Same as above but wired with 25 ft. cable. 42.00 
MA "Fish Pole": 9.5-12 ft. reach; telescoping fiberglass 
construction; 1.25 lbs; mounts any KM. 324.00 
MAPS Power supply holder for MA 27.00 
MASA 
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MICROPHONE CABLES: Manufactured of 3-eonductor, double Reusen layer shielded, 


extremely supple cable with Switcheraft® Q-G connectors. Ideal for 
all studio and remote purposes. Brown, red, yellow, green, blue, 
gray, white and matte black. 


IC-3/10 10' extension cable $ 12.00 
IC-3/25 25' extension cable 16.25 f 
1C-3/50 50' extension eable 25.00 | 
1C-3/100 100' extension cable 45.00 

IC-3 cables of any lengths available on special order. Call your dealer for 

prices and minimum quantities. 

AC. 19 Adapter cable from USM 69 or SC 5 to 2 x Q-G A3M males. $ 60.00 

I1C-4/25 25' Swivel cable for U 87 and U 89 (like U 67 swivel w. XLR insert) 138.00 

SC 1/33 33' extension cable for SM 69fet (12-conductor) 112.00 

SC 1/66 66' extension able for SM 69fet (12 conductor) 149.00 

SC 1/100 100' extension able for SM 69fet (12 conductor) 185.00 

SC 5/33 33' swivel cable for USM 69 (5 conductor) 175.00 

SC 6/33 33' swivel cable or SM 69fet (12 conductor) 200.00 

QC 1/33 33' extension cable for QM 69 (12 conductor) 124.00 

CT-1 Loss-proof cable ties (Sold only in bags of 100) 10.00/bag 


GOTHAM RF-PROOF SHIELDED CABLE: 


GAC-3/1 3-cond.; 0.190" dia. $ 248.00/300 m spool 
GAC-3/1/0 matte black: 0.288" dia. 190.00/229 m spool 
GAC-2/10 10-pair double shielded; 0.551" dia. 


$ 1.10/meter 
1.10/meter 
5.40/meter 


All GOTHAM eables are extremely supple and will show a minimum stiffening in cold 
weather. It is available in matte black(3/1/0), brown(3/1/1), red(3/1/2), yellow(3/1/4), 


green(3/1/5), blue(3/1/6), gray(3/1/8) and white(3/1/9). 


NEUMANN RF-PROOF CABLES: 


to 249 ft. 
BV 2460 5-conductor; 0.205" diameter $ 0.90/ft 
BV 2443/5 7-conductor; 0.265" diameter 1.44/ft 
BV 2443/9 11-conductor; 0.285" diameter 2.05/ft 
TERMS: Delivered to the client anywhere within the 48 contiguous States. 


Air shipments extra. Local and State taxes additional. 


PRICES: Suggested professional net. 


250+ ft. 


$ 0.81/ft 
1.30/ft 
1.85/ft 


GUARANTY: Limited warranty: All NEUMANN fet series products and their accessories are 


guaranteed against defects in material and workmanship for a period 


of 


TWO YEARS from date of first sale to original owner. See notice supplied 


with equipment. E.& O.E. 


0480-1276/RV50/GAC-PL/p2+3 


